
Sax^e Motel 


220 W. Main St. (U. S. 91 and 66) 

Barstow, California — Phone: 5411 
A new, individually air-cooled, 15 unit motel with 
full-tile showers and Panelray vented heat. Wall-to- 
wall carpets. 
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220 W. Main St. (U.S. 91 and 66) 
Barstow, California 
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